
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



51 January 2, 1914 

Sec. 5. Any person violating any of the provisions of this ordinance shall upon 
conviction thereof be punished by a fine in any sum not less than $5 nor more than $100 
or by imprisonment. 

Sec. 6. All ordinances and parts of ordinances in conflict herewith are hereby 
repealed. 

SPRINGFIELD, MASS. 

Water, Polluted— Warning Notices. (Reg. Bd. of H., Dec. 19, 1912.) 

There shall be displayed in a conspicuous place at or near all faucets or other original 
outlets from which polluted water is drawn a sign marked: "Warning! Polluted 
water," in letters not less than 1 inch in height and in all languages necessary to be 
readily understood by every employee who may have access to such faucets or outlets. 

All pipes exposed to view, faucets, outlets, hose, pails, or other fixtures or utensils 
from which polluted water is drawn or used shall be painted and maintainad a brilliant 
red. 

The term "polluted water," as used in this regulation, shall be considered to mean 
the waters of the Connecticut River, Chicopee River, and Mill River, and any other 
water which may from time to time be declared impure by the board of health. 

TOLEDO, OHIO. 
Ophthalmia Neonatorum— Reporting of Cases of. (Reg. Bd. of H., Oct. 25, 1912.) 

Section 1. Every physician, midwife, or person having charge of an infant shall 
report to the Department of Health, within twenty-four hours, the existence of any 
suspicious inflammation or unnatural discharge occurring in the eyes of an infant. 

Sec. 2. Every physician, midwife, or person having charge of any child shall 
report to the Department of Health, within twenty-four hours, the existence of any 
purulent ophthalmia in the eyes of any child. 

Sec. 3. Whoever violates the foregoing rule and regulation shall be fined in any 
sum not exceeding $100, or imprisoned for any time not exceeding 90 days, or both, 
but no person shall be imprisoned for any violation or failure to obey the foregoing 
rule or regulation for a first offense. 

WARREN, PA. 

Milk— Production and Care of. (Reg. Bd. of H., May 1, 1912.) 

MILK HYGIENE. 

(1) The room in which cows are kept and milked must be reserved for the exclusive 
use of the cows. Straw, hay, and other foods, wagons, stable tools and the like, should 
not be stored therein. 

All livestock other than cows, such as dogs, cats, poultry, etc., must be excluded 
from the stable in which the milch cows are kept, and an effort should be made to 
eliminate rats and other vermin. (Calves and bulls may be allowed in the same room, 
if kept clean and sanitary.) 

(2) The cow stable should be provided with adequate ventilation, either through 
the medium of air chutes extending from the room in which the cows are kept to the 
outside air, or by the substitution of muslin for glass in the window openings. At 
least 600 cubic feet of air space must be provided for each cow. 

(3) Enough windows must be installed for the satisfactory lighting of the stable 
(2 square feet of window light to each 600 cubic feet of air space to represent the mini- 
mum) and the glass in such windows must be kept free from dust and dirt. 

(4) Stable floors must be water-tight; they must be properly graded and well 
drained; and must be made of some nonabsorbent material, such as cement, since such 
floors can be more easily kept clean than floors made of wood or earth. 



